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FEDEHAL BUREAU OF INVESTIGATION 
WASHINGTON D. C. 205C5 


FBI , Atlanta 
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Specimens r«ctlvcd 


5/17/63 


K275 Test bullet 2nd cartridge case from a .330 Auto Remington 
automatic pistol f derial Number PA 18343 


oui jie c 


Results of examination: 

- ■ + 

■* i 

The bullet which was .previously submitted by the 

Atlanta Office as having been removed iron the body of 

consisted of n nortion of the lead core 

-from a metal jacketed bullet, ho barrel uarhiugs of thety-- 
necessary for identification of. the weapon iron whicn teas 
was fired are present on this bullet* Therefore, no comparison 

between this bullet and the test bullet, in K275 is possible. 

* ■ 

There are no specimens in the National Unidentified 
Ammunition File which could have been .fired from the same 

weapon as the test bullet and cartridge case, K275. 

■ + ■ , 

T * * * ’ " ■ - - 

Ko -previous record of the weapon represented by K275 
was. located in. the National Stolen Property Index or the -National 
Crime Information Center* :. 


* * * 


. Specimen K275is being returned to Atlanta herewith. 
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FEDERAL EGnEAU OF INVEST1GA 
WASHINGTON, D. C. 20535 


FBI, Atlanta 


Hay 22, 1968 
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Examination requested! 
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